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INFO OCT-01 ISO-OO PM-04 INR-07 /024 R 

DRAFTED BY EUR/NE:DJDONCHI:NLS 
APPROVED BY EUR/NE - JJCROWLEY, JR. 

045426 755 

R 171519Z DEC 76 
FM SECSTATE WASHDC 
TO AMEMBASSY REYKJAVIK 

CONFIDENTIAL STATE 305757 

STADIS 


E.O. 11652: GDS 
TAGS: MILI,IC 

SUBJECT: GEOTHERMAL HEATING AT KEFLAVIK NAVAL STATION 
(NAVSTAKEF) 

REFS: (A) REYKJAVIK 1632; (B) REYKJAVIK 1570 

YOUR ASSUMPTION REF A IS QUITE CORRECT. DEPARTMENT WELCOMED 
EMBASSY VIEWS ON GEOTHERMAL HEATING PROPOSAL (REF B) AND 
THESE CONSIDERATIONS ARE BEING FACTORED INTO DECISION- 
MAKING PROCESS. 

ROBINSON 


CONFIDENTIAL 
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